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7 October 1957 
SUBJECT: ‘Sensitometric Equipment 
TO: Unit Supply Officer 


FROM: Supervisor, 
Special Equipment Section 


1, The following items are required to est~ 
ablish a sensitometric capability in this detache 
ment and are listed as "Auxiliary Equipment Need- 


25X1A ed for Operation of the eee by Eastman 
Kodak Co., in their manual on the operation and 
- maintenance of the 7Omm processor: 


a, One (1) each Kodak Process Control 
Sensitometer-—Mode] 101, 

b, One (1) each Kodak Transparency Il- 
luminator--10" x 10", 60 Watt lamps, 

Ce One (1) each Red Kodaloid Filter, 

_ (to be used with a flashlight as 
an ineapection light). 

d, One (1) each Green Kodaloid Filter, 
{to be used with a flashlight as 
an inspection light). 

e. ‘Two (2) each flashlights to use with 
above filters, 


2, None of the above items are now author- 
ized or "on hand" at the present time, 


ee 3. Itis vanneaved that authorization for 
“the above items be obtained and these items be 
Yequisitioned as soon as possible, Attached is 
justification for there itens 


Supervisor, 
Special Equipment Section 


25X1A: 


L Incl: Justification for 
Sensitometric Equipment 
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